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Reference (a) TWA Letter of Agreement No« 24 

(b) Delta Letter of Agreement No 0 23 

(c) General Electric Letter dated September 7, 1956 

The General Electric letter reference (c) is quoted below for th8 information of the 
Design Groups involved: 

11 In response to the referenced letter 9 the General Electric Company agrees to 
review the first installation and test flight results of General Electric Model 
CJ805 nn in the Convair 880 Airplane and if the insta ll ation meets the 
General Electric Company installation requirements^ the General Electric Company 
will 0 prior to the delivery of the first Model 880 Airplane to the Airline s sub= 
mit to Convair a written statement in the following form: 


“The installation design and flight test results of General Electric 
Model CJ805 Engine in Convair Model 880 Airplane have been reviewed 
by General Electric Company and the installation meets General Elec¬ 
tric requirements. Operation of the engine in accordance with General 
Electric written instructions and specifications and when so Installed 
is apprcvedo Any alteration in the installation from that reviewed 
renders this approval null and void unless approved by the General 
Electric Company 0 It is expressly understood and agreed that General 
Electric neither approves nor disapproves the material,, workmanship 0 
structural design or any detailed engineering feature of the designated 
installation 8 0 * 

Both TWA and Delta have required that Convair install the CJ805-1 (J®79) engines in the 
CV880 1 a in accordance with General Electric's installation requirements to obtain thsir 
approval of the Installation,, This agreement is as follows for your further information: 

"This constitutes Convair°s agreement that it will make all installations therein 
referred to in compliance with General Electric Company's installation require® 
ment3 and will thereafter take all appropriate action to enforce the covenants 
of such letter to the end that the statement therein quoted be obtained for the 
benefit of both Convair and Hughes Tool Company or its assignee,, same to be 
effective and applicable to each Aircraft at the time of its delivery under the 
Purchase Agreement." 


R. R„ Hoover 
Chief Design Engineer 










